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Attachment 

Layout Sketch of C-es III Power Plant In Leningrad 
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A Gas III Lower Plant 

1 multi- story building , 120 meters long., 
with offices and workshops 

2 Boiler house , 100x50 meters , four 
s tor less with workshops 
a Eight boilers 
h Four smokestacks 
c Elevator 

d Coal conveyor belts Approved For Release 2002/08/08 : CIA-RDP82-00457R007000230007-6 
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3 Turbine house s 100x50 meters, four stories 

4 Goal dumps with a total of uoout 20,000 tons 
B Navy i, cade my 

C Hospital 

Sketch is not to scale 




